CH-24 CHASSIS - U660E AUTOMATIC TRANSAXLE 


2. Construction 


The configuration of the electronic control system in the U660E automatic transaxle is as shown in the 
following chart. 


SLI 
| INPUT TURBINE NTB - + SOLENOID VALVE SL1 


SPEED SENSOR NTO 

SL2 
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TPS1,2,3 SL3 
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STOP LIGHT SWITCH 
SPD SLU 
COMBINATION METER el SOLENOID VALVE SLU | 


ECT ECU SOLENOID VALVE SL4 | 
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POSITION SENSOR FUEL INJECTORS 


Shift Position Indicator Light 
S Mode Indicator Light 
Buzzer 
MIL 


IGT1 ~ 6 


THROTTLE POSITION —. IGNITION COILS 


IGF 


ACCELERATOR PEDAL VPA M THROTTLE 
POSITION SENSOR VPA2 CONTROL MOTOR 


O1YCH23Y 


